Instruction Manuals and Part Diagrams for Dewalt Pancake Air Compressor model 55126, Type 1 and Type 2.

EA024936.gif - main assembly part diagram for 55126 Type 1
EA024937.gif - compressor subassembly part diagram for 55126 Type 1
EA025957.gif - main assembly part diagram for 55126 Type 2
EA025958.gif - compressor subassembly part diagram for 55126 Type 1
N331539_DWFP55126.pdf - instruction manual for 55126 Type 1 (English, French, Spanish)
N727063_DWFP55126.pdf - instruction manual for 55126 Type 2 (English, French, Spanish)
